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LV. Le we 


MEMORANDUM FOR: (MI, Coordination Staff, NFAC. 


SUBJECT : Intelligence Charter Legislation 


REFERENCE i vee memo of 27 Feb 78 on above subject 
b. memo of 23 Feb 78 on above subject 
NFAC-729-78) 


1. As you know from our recent conversations on this subject, the 
Office of Imagery Analysis makes considerable use of overhead imagery 
of U.S. domestic facilities, acquired from both satellite and airborne 
collections, in support of the imagery analysis process. The 
comparison of imagery of domestic facilities with imagery of analogous 
Foreign facilities is a highly valuable tool in our analytical effort. 
In addition to its direct application to analysis of foreign targets, 
the use of domestic imagery for training new imagery analysts is 
invaluable. Similarly, the use of “ground truth" dimensions from 
domestic facilities allows us to evaluate the collection systems! 
performance for the photogrammetric purposes, to verify new math models 
and mensuration techniques, and to train photogrammetrists. 

2. We are concerned that the Intelligence Charter Legislation 
provide a legal avenue for us to continue using imagery of domestic 
facilities for these purposes. The legislation, as presently proposed, 
may provide such an avenue, but we believe that including the language 


from E.0. 12036 as suggested in issue 16 of MM nemo. 25X1A 


(reference b. above) would help to broaden that avenue. 
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